
GMI Earns Certification as Qualified Manufacturer to IPC J-STD-001 
and IPC-A-610 

Bannockburn, II USA, March 20, 2015 — IPC's Validation Services Program has awarded an 
IPC J-STD-001 and IPC-A-610 Qualified Manufacturers Listing (QML) to General Microcircuits, Inc. 
(GMI), an electronics manufacturing company of circuit board and integrated assemblies based in 
Mooresville, NC. To earn this, the manufacturer successfully completed an intensive audit based on 
two of IPC's foremost standards: IPC J-STD-001, Requirements for Soldered Electrical and Electronic 
Assemblies and IPC-A-610, Acceptability of Electronic Assemblies. 

GMI met or exceeded the electronics industry's Class 2 testing requirements, which is intended for 
high-performance electronics assemblies. As a result, the company is now listed as an IPC-trusted 
source capable of manufacturing in accordance with industry best practices. GMI and other 
trusted sources of supply can be found on IPC's QML/QPL (Qualified Product Listing) database at 
www.ipcvalidation.org. 

"Delivering quality assemblies on-time, every time, and at an optimal cost is no longer enough. 
Today's discerning customers expect value to be qualified and quantified," said David G. Dalton, 
President/CEO of General Microcircuits, Inc. ''Systems need to be robust, integrated, and all aspects 
of an EMS provider's operation must be gauged and measured. IPC's Validation Services provides a 
framework to ensure an EMS company is meeting the criteria to provide value to its customers, its 
associates, its suppliers, and itself." 

"We looked at this Validation Services initiative by the IPC in two layers. First, would it bring value to 
our operations. Second, would it be a differentiator for potential Customers when comparing us to 
other EMS providers. Going through the Validation Services audit certainly added value," added Nick 
Harris, CTO/Vice President of Global Operations at General Microcircuits, Inc. 

IPC's Validations Services QPL/QML Program was developed to promote supply chain verification. It 
also provides auditing and certification of electronics companies' products, and identifies processes 
which conform to IPC standards. 

"GMI has differentiated itself from the competition by becoming part of IPC's global network of 
trusted industry sources," said Randy Cherry, IPC Director of Validation Services. "We are pleased to 
recognize GMI as the newest member of trusted QML suppliers." 
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About IPC: 

IPC (www.IPC.org) is a global industry association based in Bannockburn, III., dedicated to the 
competitive excellence and financial success of its 3,600 member companies which represent all 
facets of the electronics industry, including design, printed board manufacturing, electronics 
assembly and test. As a member-driven organization and leading source for industry standards, 
training, market research and public policy advocacy, IPC supports programs to meet the needs of 
an estimated $2 trillion global electronics industry. IPC maintains additional offices in Taos, N.M.; 
Washington, D.C.; Stockholm, Sweden; Moscow, Russia; Bangalore and New Delhi, India; Bangkok, 
Thailand; and Qingdao, Shanghai, Shenzhen, Chengdu, Suzhou and Beijing, China. 

About General Microcircuits: 

GMI is a global advanced electronics manufacturing company providing circuit board and 
integrated assemblies to manufacturers in diverse industries and applications. Founded in 1980 
and headquartered 20 miles north of Charlotte, North Carolina, General Microcircuits serves 
customers in all segments of the industrial, commercial, telecommunications, medical, defense, 
energy and evolving market-sectors. GMI provides domestic (North Carolina), near-shore (Costa 
Rica) and off-shore (South Korea) manufacturing capabilities to meet its customers' needs and 
volumes. 

All new product launches begin in Mooresville, NC, an easy drive from Charlotte International 
Airport (CLT). GMI combines a very established and experienced workforce with a strong supply 
chain and weaves them into a risk intolerance business model. 

www.gmimfg.com 
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